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ABSTRACT 



This document serves as a '’talking paper" for the 
Consultation Task Force for Library Space Standards. The current required 
formulae for planning library and learning resource facilities for community 
colleges in California are found in the California Code of Regulations (CCR) , 
Title 5, Section 57030, "Library Space." This section has been in place since 
before 1974. This report, which raises issues that are not adequately 
addressed by the current formulae, contains the following sections: (1) 

Background; (2) Summary of Issues with Current Standards; (3) Goals for 
Community College Library/Learning Resource Center Projects; (4) Converting 
Day Graded Enrollment (DGE) to Full Time Equivalent Enrollment Student 
(FTES ) : Demographics of California Community College Students; (5) Stack 
Space; (6) Staff Space; (7) Reader Station Space; (8) Total Space; (9) 
Audio-Visual and Programmed Instruction Activities; and (10) Proposed 
Revision of CCR, Title 5, Section 57030. Library Space. The proposed 
revisions do not address all of the deficiencies in the current guidelines. 

In some areas, the final allocations have moved further away from the minimum 
standards, but in general, the task force chose improvement in quality, 
flexibility at the local level, and accessibility over quantitative 
guidelines. (VWC) 
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BACKGROUND 

The current required formulae for planning library and learning resource facilities for community 
colleges in California are found in the California Code of Regulations, Title 5, Section 57030, 

“ Library Space. ” This section has been in place since pre 1974. 

57030. Library Space 

All library space shall be computed by assignable square feet for library functions as 
specified in this subdivision of this section. Square feet are “assignable” only if they are usable 
for the function described. Areas such as the main lobby (excluding card catalog area), 
elevators, stairs, walled corridors, rest rooms, and areas accommodating building maintenance 
services are not deemed usable for any of the described functions. 



Stack space = 


.1 ASF x Number of bound Volumes 
Number of Volumes 
Initial increment = 16,000 volumes 
Additional Increments: 

(a) Under 3,000 DGE = +8 volumes per DGS 

(b) 3,000 - 9,000 DGE = +7 volumes per DGS 

(c) Above 9,000 DGE = +6 volumes per DGS 


Staff space = 


(140 ASF x Number of FTE Staff) + 400 ASF 
Number of FTE Staff 
Initial increment = 3.0 FTE 
Additional Increments: 

(a) Under 3,000 DGE = +.0020 FTE Staff per DGS 

(b) 3,000 - 9,000 DGE = + .00 15 FTE Staff per DGS 

(c) Above 9,000 DGE = + .0010 FTE Staff per 

DGS 


Reader Station Space = 


27.5 ASF x Number of Reader Stations 
Number of Reader Stations 
Initial increment = 50 stations 
Additional Increments: 

(a) Under 3,000 DGE = +.10 stations per DGS 

(b) 3,000 - 9,000 DGE = + .09 stations per DGS 

(c) Above 9,000 DGE = + .08 stations per DGS 


Total Space = 


Initial increment = 3,795 ASF 
Additional increments: 

(a) Under 3,000 DGE = +3.83 ASF per DGS 

(b) 3,000 -9,000 DGE = + 3.39 ASF per DGS 

(c) Above 9,000 DGE = + 2.94 ASF per DGS 
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